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25X1 The report summarizes information on Rumanian supply instal- / 
lations, gathered between 1947 and October 1949. 


25X1 | | Comment: 


Previously known supply installations were noted as such under 
the column "remarks". 


1 Amex: supply installations in Kumania 
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